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WORK ER REQUEST File Nr 18 


Request Nr. 1-920 
9 January 1959 


SUBJECT: Request for Repair (Contract Nr. TM-16) UZ 


Request the following item be repaired and returned to this activity 
at earliest possible date. 


ITEM PART NUMBER UNIT QUANTITY 


1. S6211M ea 2 
serial numbers 103, 89 
FOIAb3b1 
Hs NOTE: This material shipped direct to 


Further, request your return shipping document reflect above work order 
request number. 


47. | BZ. ~ FOIAb3b1 


Approved For Release 2000/08/16 : CIA-RDP81B00878R000500160330-9 


